Approved For Release 2004/04/U??G§-fi3p82-00400R000300050056-8 

2 SEP 1953 


MEMORANDUM FOR: Secretary, Intelligence Advisory Committee 

SUBJECT • : Sixth Annual Progress .Report to the IA.C of the 

Scientific Estimates Committee, Flo cal Tear 1958 

1. Transmitted herewith Is the subject report which was 
approved by the Scientific Estimates Committee on 28 August 195® • 

2 , It is understood that the enclosed report will be 
disseminated to IAC members for noting at an early IAC meeting. 

25X1 


Chairman 

Scientific Estimates Committee 

Enclosure : 

(As stated) 
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